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GRR, and will be responsible 
mtation ef the TALENT contra 


} 


a, insure waintenance of TALENT control standards , 


b, submit ORR requirenente far research and analysis to the 
| @ppropriate TALENT processing center, 


a. daternine and certify the need for additional O8R pereomel to 
be TALENT cleared, and 


4. perforu such other duties with respect to the TALEKT contro} 
syeten as the AD/AK may frou time to time aseign to him. 


The TALENT Security Officer will be responsible to the TALERT Control. 
Officer for insuring that 


a, the OWR TALANT Control Area complies with the requirenents of 
the TALENT Control, Syaten Wanuel, 1956, with respect to all 
paaio standards of the Systes, an ent 


be seenre procedures for the trammlasiqn of TALENT materials outeide 
the ORR SALENT Coutrel Area to other /eanponente of CIA and/or 
other agehoies, and = 


es adequate review is mde of all O82 publications in the preparation 
of which TALENT materials have been used to assure propar 
sanitization. 


The ORR TALENT Senurity Officer will neet periodically for tha purpose of 
exanining TALENT security problems with the CIA TALENT djecurity Officer. 


TALENT Gontrol dreat 


laches a ee eanammeanainiienl 


The ORR TALENT Control Area will be established in the Special Center 
space in HB building allocated to ORR. In order to minimise sequrity problens, 
thought is being given to a joint OCL~ORK enclave within the Special Center. 


Awl 
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On OF tiLins Uetewl ales 


iithough definitive statenents cannct now be made ag to how the products 
an oo will be used in ORR, it can be said that corroboration 
af apinion developed from less factual material will be one ef the xcajor benefits 
of the project, Other expected benefite {nclode 


a, significant date on the time phasing, magnituds, daploysent, and 
Logietios of the air defense aystens utilising guided alssiies, 


b extent of activity and capacities of aircraft and naval construction 


Fi 


¢. Sntelligence which will contribute directly to planning U.S. 
operations te defend against, or to attack and neutralise, 
evenouic strengthe of the USSR, 


The following OR8 personnel will comtitute the initial group of eub- 
stantive analysts and adainistrative people te be cleared for TALE? materials: 


Re. 
bo 
1 TALEMT Control, Officer Ab/aR’s representative in 
ant uafhtephion of netersale 
TALENT Security Officer Faysical security 
TALENT Security Clerk Decuuentary and piysical security 
Liaison officers Jepresent OR at HTAUTOeaAT 
Context 
SBOE EAS) UAV 6s o2 
2 Adveraft lraneh Soviet aircraft intelligence 
i Electrical Equirsent Branch intelligence dealing with the 
@lestroale industries of the USSR 
ae well ee ELINT. 
i Shipbutiding Branch Shipbuilding intelligence 


© Present clesred 
An® 
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55 ote 


we pe pf 
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Verrous Netale Rranch 


Geserapty Bt tetele - 


ay” Division 


Geography Diviaion 


dnJ 


Soviet guided siscile 
intel licence 


chien 


Military construction intelligence 


intelligenge concerning the 
eommunications network of tie (SSR, 


Transportation intelligence 


Petreleus intelligence 

Llectric power generation 
iatelligence 

Chesical industry intelligence 
Steel industry intelligence 
Aluainan and copper intelligence 
Operational support, includs 
special graphics on 


Sobstantive geographic expleitetion 
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